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E.O. 11652: N/A 

TAGS: TPHY, OSCI, TBIO, UK 

SUBJ: REGULALCRY CONTROL OF ACUPUNCTURE 

REF: STATE 91318 

1. CONVERSATIONS WITH UK DEPARTMENT OF HEALTH AND 
SOCIAL SECURITY, HOSPITAL SPECIALTIES DEVELOPMENT 
DIVISION, HANNIBAL HOUSE, LONDON, INDICATE THAT THE 
NATIONAL HEALTH SERVICE HAS NO KNOWLEDGE OF THE PAQUA 
RESEARCH CORPORATION. 

2. DR. SHENOLIKAR, SENIOR MEDICAL OFFICER IN 
HOSPITAL SPECIALTIES DEVELOPMENT DIVISION STATES THAT 
PAQUA RESEARCH CORPORATION HAS NO OFFICIAL STATUS UNDER 
NATIONAL HEALTH SERVICE AND IS NOT NUMBERED AMONGST THE 
OFFICIAL RESEARCH BODIES WITH WHOM THE NHS COOPERATES. 

3. PAQUA RESEARCH CORPORATION IS NOT LISTED IN CURRENT 
EDITIONS OF UK HOSPITALS YEAR BOOK. UK HOSPITAL AND 
HEALTH SERVICE YEAR BOOK, UK TRADE DIRECTORIES OR 
OXFORD TELEPHONE DIRECTORY. 
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